David Erwin - Wolfe 

Virginia Anne Wolfe, Information from Some Franklin County Cemeteries and Malone Newspapers 
(1984): 

p. 136 

Man Cemetery - Pine Grove Cemetery, Westville, N.Y. 

ERWIN, David (General) 

died: 9 December 1831 

age: in his 75th year 

wife: Catherine (Munson) 

died: 10 June 1840 

age: in her 79th year 
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